NEWARK EAGLES BASEBALL CLUB 


Name Edward D., Stone 

Address 17 Richmond St., Newark, N. J. 
Age 32 Height 5 = 113 Weight 195 
Throw Right Bat Left 

Position Rishtfield 

Years Playing Ball Professionally 9 yrs. 


Teams Played With Bacharach Giants 


Newark Eagles 


Birthplace Wilmington, Delaware 
Parents Living Father 


Married Yes 
Children No 


Do you Drink Whiskey 
Beer X 
Wine 
Do You Smoke? Yes 
Hobbies Radio, Automobile, Movies 


Winter Occupation Winter Baseball, Working at Gas Station 


